and 2338192, concerning the missing and dislodged timbers.
She described the work being done in the area, and she
indicated that coal was not being produced at the time of the
inspection.  She was not aware of any "reportable" roof falls,
in the area on the day of the inspection, and she described
the roof conditions as "average."  She did not consider
the roof to be "bad top," and in her opinion, the fact that
some roof support timbers were missing along the cited locations
was not serious and could not cause an accident (Tr. 156-158) .

Ms. McMackin confirmed that people were working in the
cited locations "setting steel beams and hauling timbers."
She asserted that the timbers are difficult to maintain,
particularly when the unit is active, and she speculated that
the timbers were probably knocked out by scoops.  She also
indicated that respondent prefers to wait until the unit is
idle before "catching up" and installing roof timbers (Tr. 160) .

Ms* McMackin interpreted "reportable roof fall" to mean
falls which block a miner's passage, impede ventilation,
those which occur above the anchorage zone of the roof bolts,
or those which cause injuries (Tr. 161).  She conceded that
one cannot totally predict when a roof fall will occur, and
she observed nothing to indicate that a roof fall was about
to occur.

Ms. McMackin insisted that the cited areas were not
ignored, and she believed that since the area was on the
main entrance to the mine, the required timbering would
have been done as work progressed further in the area
(Tr. 164) .  She later stated that while timbering was not
taking place at the specific locations cited by Inspector
Franks, timbers would have been installed on the unit in
general.  She also alluded to the fact that other entries
had to be timbered, and that preparations were being made
to "set steel" in the cited entry (Tr. 165) .

With regard to Citation No. 2338192, concerning the 100
dislodged  timbers in the No. 3 north-east mains entry,
Ms, McMackin confirmed that she was with Inspector Pranks when
he served the citation.  She indicated that the dislodged
timbers were not in any one concentrated area, but were
"here and there" along the 2fOOO distance in question.  She
indicated that the timbers were dislodged by equipment traveling
through the area, and she observed that "It's easier for
them to knock them to get to do the job they do, rather than
to go around them" (Tr. 167) .

Ms. McMackin confirmed that the roof areas along the
cited supply road and entries were roof bolted in accordance
with the roof control plan, and she did not believe that the

:28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